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2 Location of Missile sseesbly Plant soi Swirelor 
Site in the Istre jrea 


s Requiroment Re/itA/E/R2 787 


1. Your requixwment secks location of a swimming site visited 
ty] dant another nite alls;ndty seen by then and 
reported b: then te be a eurface-to-at> mipoile production facility. 

2. “either the ewieming site nor the slleced production factiity 
can be identified on available serial photography, perhaps due to clowl cover 
emt the extrame oblique angle of the coveras. 

3. O% the basis of information obtained[ id the 
ouleming site can be generally located on maps of the ares, but available 
ground photography docr not permit pimmoint leeation of the swimming site. 

he [ _— states that he wont meting Ciret in the spring of 
1951 and that an industrial installation col: be seen approximately five 
kilometers (Im) to the sonthvest. Since other collateral information ob- 
tained in late 195° locates the Istre Micelle Aseombly Plant at SS? cy) 30" x ~ 


3° 52’ O5" 8, which would be about four um WOW of the wwimming cite, [| 25) 
25X11 [_|prebably naw the Istra Missile Assembly “lant. 


